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PAGE 01 LONDON 13372 28I852Z 
21 

ACTION ERDA-07 

INFO OCT-01 EUR-12 ISO-00 OES-05 ACDA-10 10-10 SS-15 /060 W 

122956 

R281736Z AUG75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 4222 

UNCLAS LONDON 13372 

E.O. 11652: N/A 
TAGS: TECH 

SUBJ: VISIT OF ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATOR DR. ROBERT SEAMANS 

REE: STATE 203523 

1. EMBASSY WOULD WELCOME VISIT OF DR. SEAMANS TO 
LONDON. 

2. CONTROL OFFICER WOULD BE SCIATT DR. JOHN K. HULM. 

3. TWO DOUBLES AND ONE SINGLE ROOM RESERVED AT EUROPA 
HOTEL, GROSVENOR SQUARE, Wl, EOR NIGHT OF SEPTEMBER 27. 

4. WITH REGARD TO APPOINTMENTS WITH KEY ENERGY R&D 
OFEICIALS, DR. WALTER MARSHALL, CHIEF SCIENTIST, 
DEPARTMENT OF ENERGY, INVITES DR. SEAMANS TO LUNCH OR 
DINNER AT HIS HOUSE (1 1/2 HOURS DRIVE FROM LONDON), 

OR IS WILLING TO COME TO LONDON TO MEET HIM ON 
SEPTEMBER 27. HOWEVER, DR. SEAMANS MAY WISH TO PLAN 
LONGER VISIT TO LONDON DURING THE WEEK EITHER BEFORE OR 
AFTER THE lEA R&D MINISTERIAL MEETING IN EARLY 
NOVEMBER. MARSHALL NOW PLANS TO ATTEND THIS MEETING. 
WE BELIEVE THAT OTHER APPOINTMENTS WOULD ALSO BE 
POSSIBLE TO ARRANGE. 

5. PLEASE ADVISE SOONEST. 

RICHARDSON 

UNCLASSIFIED 
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